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SUMMARY 

A low- velocity- turning stator was designed to reduce secondary-flow 
loss cores by turning the flow at low velocities and accelerating it in 
passages of constant flow angle with reduced cross-channel pressure 
gradients. Performance of this stator was determined with static-pressure 
measurements and detailed surveys of total pressure and flow angle made 
with the turbine operating at design speed near design work. Turbine 
performance was measured to determine the effect of low-velocity turning 
in the stator on the over-all turbine performance. 

The stator effectively eliminated loss cores in the suction-surface 
passage corners but developed very thick inner-wall boundary layers and 
blade wakes with an over-all total-pressure ratio of 0.964. 

Stator losses affected rotor performance adversely and resulted in a 
maximum work at design speed of only 98.5 percent of the design value. 
Maximum turbine efficiency at design speed was 0.834, compared with 0.863 
obtained with the same rotor and the standard stator. 

Rotor exit surveys indicated a region of low efficiency and rotor 
underturning near the blade midspan, which resulted from rotor secondary 
flows and the large quantities of loss material in the stator. 


INTRODUCTION 

An investigation of the effects of stator and rotoir secondary flows 
on over-all performance of a transonic turbine is being conducted at the 
NACA Lewis laboratory. These effects are being evaluated by studying the 
changes in over- all performance and internal flow conditions that result 
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from modification of secondary-flow patterns. Reference 1 presents the 
design and over-all performance of the standard turbine as well as a 
detailed picture of internal flow conditions at design-point operation of 
the turbine . 

A turbine stator that turns air at low velocities and then accelerates 
it at constant flow angle to the design exit velocity has been designed, 
built, and tested so that low- velocity turning as a means of controlling 
turbine- stator secondary flows can be evaluated. This stator, which is 
a three-dimensional adaptation of the single -pas sage nozzle described in 
reference 2, was designed to keep loss accumulations at the suction- surface 
passage corners small by minimizing cross-channel flows on the passage 
end walls. Cross-channel pressure gradients exist only where turning of 
the air takes place. Since turning occurs only at low velocities, loss 
accumulations would be limited in magnitude. Acceleration is accomplished 
with a guided passage of design exit flow angle in which cross-channel 
pressure gradients are greatly reduced. This stator, however, is neces- 
sarily a compromise between reduced secondary-flow loss accumulation and 
the possibly greater losses incurred by the larger wetted area and end- 
wall curvature. 

This report presents the design and experimental performance of the 
low- velocity- turning stator and the over-all performance of the turbine 
operated with this stator and with the standard turbine rotor. Results 
are compared with those obtained in a similar investigation with the same 
rotor and the stator described in part I of this series (ref. l) . 


SYMBOLS 

D diffusion parameter 
Ah specific enthalpy drop, Btu/lb 
l mean camber length, ft 

N rotative speed, rpm 

p absolute gas pressure, lb/sq ft 

r radius, ft 

U blade velocity, ft/sec 

V absolute gas velocity, ft/sec 

W relative gas velocity, ft/sec 
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w weight flow, lb/sec 

P relative gas-flow angle measured from axial direction, deg 
X ratio of specific heats 
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ratio of inlet-air total pressure to NACA standard sea-level pressure 
of 2116 lb/sq ft 


function of x> 


r si 
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total efficiency; ratio of turbine work based on torque, weight 
flow, and speed measurements to ideal work based on inlet total 
temperature, and inlet and outlet total pressure, both defined 
as sum of static pressure plus pressure corresponding to gas 
velocity calculated from flow area and continuity 


Tj rating efficiency; ratio of turbine work based on torque, weight 
flow, and speed measurements to ideal work based on inlet total 
temperature, and inlet and outlet total pressure, both defined 
as sum of static pressure plus pressure corresponding to calcu- 
lated average axial component of velocity 

0* momentum-loss parameter 


9 C r squared ratio of critical velocity at turbine inlet to critical 

velocity at NACA standard sea-level temperature, V /V o7 

cr / cr , s 6 

6 effective rotor momentum thickness based on measured turbine 
performance 

Subscripts : 


cr conditions at Mach number of 1.0 


h hub 

si NACA standard sea- level conditions 


t tip 

tot sum of suction- and pressure-surface quantities 
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u tangential direction 

x axial direction 

0 station upstream of stator 

1 station in stator-blade row at end of turning 

2 station at outlet of stator just upstream of trailing edge 

3 station at free-stream condition between stator and rotor 

4 station at throat at rotor passage 

5 station at outlet of rotor just upstream at trailing edge 

6 station downstream of turbine 

Superscript : 

' absolute total state 


STATOR DESIGN 

The low-velocity- turning stator was designed for the same exit flow 
condition as the standard stator of reference 1. Figure 1 shows velocity 
diagrams for the turbine. The stator is a three-dimensional adaptation 
of nozzle 3 of reference 2, which was designed for an inlet Mach number 
of 0.1, turning through 60° to a Mach number of 0.2, and then accelerating 
to sonic velocity in a straight section with constant width and converging 
end walls. Experimental results obtained with this two-dimensional nozzle 
(ref. 2) showed that the maximum loss in total pressure in the secondary- 
flow loss accumulation was only 4 percent, compared with a maximum total- 
pressure loss of 20 percent for nozzle 1 (ref. 2), which was a comparable 
two-dimensional nozzle of conventional turbine stator area and velocity 
distribution. The nozzle designed for low-velocity turning, however, 
had an appreciably greater wetted flow area and consequently thicker 
wall boundary layers . 


Turning Section 

The first consideration in selecting the form of the low-velocity- 
turning stator was the prescribed exit geometry: (l) a cylindrical annulus 

with a 0.6 hub-tip radius ratio and (2) a particular radial variation in 
flow angle. These conditions precluded duplicating the form of the single 
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passage of reference 2. Numerous modifications of the single-passage 
concept were considered and rejected in favor of a vaned stator of annular 
cross section at all axial locations. This stator has a greater annular 
area in the turning section than at the outlet. 

A range of huh and tip radii was considered in selecting the dimensions 
of the large area turning section. Figure 2 shows the effect of variations 
in radius ratios on the level of velocity (in ratio form) at the huh at 
the completion of turning. Each curve of constant tip radius ratio has a 
minimum huh critical velocity ratio at a particular huh-tip radius ratio. 

At higher ratios the velocity increases because of the decrease in flow 
area, while at lower ratios the increase in flow area is offset hy the 
greater radial span, which, from equilibrium considerations, causes a 
greater difference between huh and tip velocities. 

The design point shown on figure 2 was selected because of three 
considerations. The first was the requirement of relatively low velocities 
during turning, which results in a low limit of possible maximum pressure 
loss in the secondary-flow loss accumulations, so that subsequent accelera- 
tion without turning will cause mixing of the accumulations and simple 
boundary- layer growth on the passage walls. The design point selected 
specifies critical velocity ratios of 0.49 and 0.29 at hub and tip, 
respectively. The dynamic head at any point in the flow represents the 
maximum possible total-pressure loss. The maximum possible losses cor- 
responding to these velocity ratios are 13 percent of the free-stream 
total pressure at the inner wall and 5 percent at the outer wall, compared 
with maximum possible losses of 68 and 38 percent of the total pressure 
at the completion of turning in a conventional stator designed for the 
same exit flow condition. 

The second consideration was tip diameter. A minimum consistent with 
the first requirement was desired, since this would minimize the necessary 
axial length and wetted area. The tip radius ratio selected provides 
velocities that are somewhat higher than those of the single passage re- 
ported in reference 2 but are still much lower than those of the stator 
exit; these velocities were considered satisfactory for evaluating the 
effect of low- velocity turning on turbine performance. Lower values of 
tip radius ratio were considered unsatisfactory because of the higher 
velocities . 

The third consideration in selecting a design point on figure 2 was 
that of inner-wall geometry. The design point selected is considered 
most satisfactory in this respect, because it requires no inner-wall 
curvature and provides the minimum velocity for the tip diameter selected. 
Inner-wall curvature is undesirable, because the curvature at the point 
where the inner-wall radius approaches the stator exit radius would he 
of the same sign as curvature about the axis of rotation, which would 
cause a local acceleration in a high-velocity region and possible flow 
separation. Outer-wall curvature is not objectionable because of the 
lower velocities encountered. 
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The fabrication method selected specified 0.050-inch sheet-metal 
blades fastened by inner- and outer-wall spacers contoured to the passage 
shape. The need for sealing the clearances made easy accessibility of 
all parts of the passage desirable. This led to the selection of 12 
blades and consequently large passage areas . 

The blade passages in the turning part of the stator were laid out 
at hub, mean, and tip radii, and velocities were calculated by the 
method of reference 1. The surface and midchannel velocities for this 
part of the stator are shown in figure 3. 


Constant -Angle Section 

A single check of velocity in the constant-angle part of the stator 
(downstream of station l) was made to determine whether the outer-wall 
configuration resulted in velocity levels substantially greater than the 
outer-wall exit velocity. A streamline geometry in a radial-axial plane 
of axisymmetric flow was assumed in the calculation to obtain velocities 
along a line normal to streamlines in this plane. The normal line selected 
intersected the outer wall near the exit, where outer-wall curvature is 
high and the likelihood of a velocity peak is greatest. The calculation 
satisfied equilibrium and continuity along this normal line, using 
equations (3) and (5) of reference 3. The solution was approximate because 
axial symmetry was assumed, but it was considered adequate as a check on 
midchannel velocity level. The critical velocity ratios calculated 
for this normal line were 0.92 at the inner wall and 0.84 at the outer 
wall. The outer-wall geometry therefore was considered satisfactory, 
and no further calculations were made. Figure 4 shows a cross section 
of the stator, and figure 5 shows an axial view of one blade. The 
circumferential span at the hub (139°) is considerably greater than that 
at the tip (69°) ; this results from the smaller helix angles and the 
smaller radius . 


APPARATUS, INSTRUMENTATION, AND PROCEDURE 

The apparatus, instrumentation, and method of calculating the per- 
formance parameters were the same as those used in reference 1 with the 
exception of the turbine stator; the stator used is shown in figure 6. 

In addition, static pressures were measured along the inner- and outer- 
wall midchannel of one stator passage by means of eleven outer-wall 
static taps located approximately 1.0, 2.0, 3.0, 4.0, 5.0, 6.0, 6.5, 7.0, 
7.5, 8.0, and 9.0 inches, and eleven inner-wall static taps located 
approximately 2.5, 3.25, 4.0, 4.75, 5.5, 6.0, 6.5, 7.0, 7.5, 8.0, and 
9.0 inches axially downstream of the leading edge of the stator blades. 
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The methods of operating the turbine, obtaining over-all performance, 
and annular surveying were the same as those used in reference 1. Surveys 
at stator and rotor exit were made with the rotor operating at design 
speed and near design work. 


RESULTS AND DISCUSSION 
Stator Performance 

Performance of the low- velocity- turning stator was determined with 
stator exit surveys of total pressure and flow angle and with wall static - 
pressure measurements throughout the stator, with the turbine operating 
at design speed and near design work. 

Figure 7 shows the inner- and outer-wall distributions of the ratio 
of midchannel static pressure to inlet total pressure through the low- 
velocity- turning stator. Smooth acceleration is indicated along the entire 
inner wall with a terminal value of pressure ratio somewhat lower than 
the design value. The low exit values indicate that the stator was 
slightly overexpanded at this turbine operating point. Flow along the 
outer wall showed the effects of wall curvature, with a small velocity 
peak indicated near the stator exit where the wall curvature is high and 
opposite in sign from curvature about the axis of rotation. The experi- 
mental value of pressure ratio at this point is 0.657, compared with 
the theoretical value of 0.626. This degree of agreement is somewhat 
fortuitous in view of the approximate nature of the theoretical calcu- 
lation and the location of the static taps, but it confirms the location 
and approximate velocity level determined in the design procedure. 

The results of the stator exit surveys of total pressure were used 
to plot the contours of total-pressure ratio shown in figure 8(a). 

These contours show thin outer-wall boundary layers but very thick 
inner-wall boundary layers. The blade wakes are comparable in magnitude 
of loss with the standard stator-blade wakes described in reference 1, 
but they cover a greater area . The inner-wall boundary layer shows 
thickened regions between blade wakes, which may be a result of either 
the loss cores occurring upstream or the radially inward flow of boundary 
layers on both suction and pressure sides of the passage. No loss cores 
are apparent, however, at the stator exit. The most prominent part 
of this loss pattern, the extremely thick inner-wall boundary layer, 
apparently is the result of the large wetted area in the stator that 
contributed to boundary- layer development and the radial pressure gradient 
that caused blade boundary layers to flow toward the inner wall. For 
comparison, figure 8(b) shows loss contours from ref ^ence 1 for the 
standard stator. 


8 


NACA BM E57E09 


The survey data used in preparing the loss contours of figure 8 were 
also used to compute a radial distribution of the momentum- loss parameter 
for each stator (fig. 9). The momentum loss for the low- velocity- turning 
stator is much greater in the inner-wall boundary layer than the loss for 
the standard stator and is slightly greater in the rest of the blade pas- 
sage. The calculated over-all total-pressure ratio for the low- velocity- 
turning stator was 0.964, compared with 0.975 for the standard stator. 

This difference would account for a drop in turbine efficiency of 0.011 
at design work if rotor performance remained constant. 

The stator-exit static pressures and surveys of total pressure and 
flow angle were used to compute a radial distribution of moment of momentum 
in order to check the performance of the stator in terms of work potential 
for the rotor. The distribution indicated by these. measurements (fig. 10) 
shows greater than design moment of momentum throughout the free stream. 

The mass-averaged value of this parameter at design turbine speed and 
maximum work was 2.6 percent higher than the design value. Angle surveys, 
however, showed underturning of 5.2° near the blade midspan. 

The radial distribution of relative inlet flow angle, calculated from 
known pressures, total temperature, flow angle, and wheel speed, is shown 
in figure 11 along with the design distribution. The maximum incidence 
angle is 4°. 


Over-all Turbine Performance 

Figure 12 shows turbine equivalent specific work plotted against 
weigiht-flow - speed parameter with contours of percent equivalent design 
speed, pressure ratio, and efficiency. Maximum work at design speed was 
21.37 Btu per pound, or 98.5 percent of design work. This fact, in 
combination with the measured moment of momentum at the stator exit, 
indicates that rotor-blade performance was adversely affected by the stator 
loss distribution to the extent that considerably less than design turning 
was accomplished. 

Total efficiency (fig. 12(a)) at design speed and near limiting work 
was 0.834. The combination of the standard stator and the same rotor 
operated with a total efficiency of 0.863 at this condition. The dif- 
ference in efficiency is due partly to the greater losses incurred in 
the low- velocity- turning stator and partly to the poorer rotor-blade 
performance. Maximum total efficiency, 0.856, occurred at 120-percent 
design speed and near limiting loading. 

Maximum rating efficiency at design speed (fig. 12(b)) was 0.832, 
indicating an exit-whirl loss of less than 0.01 in efficiency. 
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Rotor Exit Surveys 

Annular surveys of total pressure and total temperature were used 
with turbine inlet conditions to obtain variations in local total efficiency 
at the rotor exit. Contours of efficiency at this station are shown in 
figure 13. The total-pressure surveys, as well as the efficiency contours, 
indicate that both wall boundary layers were quite thin in contrast to 
conditions at the stator exit, where the inner-wall boundary layer was 
very thick. The stator-blade wakes effected a loss in turbine efficiency 
that is apparent locally at the rotor exit. The heavy dashed line passes 
through regions of lowest efficiency at each radius, indicating the loca- 
tion of a stator-blade wake after passing through the rotor. This blade 
wake appears to be superimposed on a pattern of circumferential bands of 
efficiency that indicate high levels of efficiency near the end walls and 
a relatively wide band of lower efficiency at the blade midspan. This 
effect is shown more clearly in figure 14, which is a radial plot of 
circumferentially averaged local efficiencies for the turbine of this 
report as well as for the turbine of reference 1. The patterns are almost 
identical in shape but occur at different levels of efficiency. This 
pattern is believed to be a result of rotor secondary flows, as discussed 
in reference 1. 

The radial pressure gradient at the stator exit results from the 
high level of whirl that drives low- velocity material toward the hub and 
results in a force that is greater than centrifugal forces acting on the 
rotor-blade boundary layers in the early part of the passage. Consequently, 
accumulation of low-velocity material at the rotor hub continues until 
the rotor passages turn the air sufficiently to bring the two radial forces 
into balance. Beyond this point, the centrifugal forces predominate, and 
low- velocity material in the rotor-blade wakes and boundary layers will 
move radially outward. The net result appears to be an accumulation of 
loss material near the blade midspan at the rotor exit. 

Radial surveys of flow angle at the rotor exit show that the hub and 
tip portions of the rotor blades turn the air much more efficiently than 
the middle part of blades. The flow-angle variation from hub to tip was 
15.4°, compared with the design variation of 2.7°. A calculated relative 
flow angle, determined with measured flow angle, velocity, and wheel speed, 
indicated underturning of 10° at the blade midspan. This underturning ap- 
parently was caused by the presence of loss material in the blade boundary 
layers, which adversely affected blade-element performance. 

A single value of rotor effective momentum thickness, calculated as 
in reference 1 for turbine operation at design speed near design work, 
is shown in figure 15. This value is an index of the aerodynamic per- 
formance of the rotor and is appreciably higher (about 18 percent) than 
the value obtained with the same rotor and with the standard stator, 
indicating that the effect of the thickened stator inner-wall boundary 
layer a n d stator-blade wakes on rotor performance was to induce greater 
rotor losses. 
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SUMMARY OF RESULTS 

The design of a low- velocity- turning turbine stator and the experi- 
mental performance of the turbine and its components have been described 
herein. Results may be summarized as follows: 

1. Surveys of total pressure at the stator exit indicate effective 
elimination of secondary loss cores. This was accompanied however by 
the development of very thick inner-wall boundary layers and blade wakes, 
with a net loss of 0.011 in total pressure when compared with a conventional 
stator designed for the same application. 

2. Maximum turbine work obtainable at design speed was only 98.5 
percent of design work. This limit resulted from poor rotor performance 
induced by high localized losses at the stator exit, even though the 
stator set up more than design moment of momentum. Turbine efficiency 
at design speed near limiting loading was 0.834, compared with 0.863 for 
the combination of the same rotor and the standard stator. This drop in 
efficiency is the result of greater losses in the stator as well as 
poorer rotor performance. 

3. Contours of local turbine efficiency from rotor exit surveys show 
the stator-blade wake loss pattern superimposed on circumferential bands 
of efficiency developed in the rotor. The predominant part of this effi- 
ciency pattern, the presence of a low-efficiency region near the midspan 
with much higher efficiencies near both end walls, is believed to be 

the result of rotor secondary flows which redistribute losses developed 
in the stator as well as the rotor. The region near the blade midspan 
also included poor rotor performance with regard to turning, with about 
10° less turning than in the region near the end walls. 


Lewis Flight Propulsion Laboratory 

National Advisory Committee for Aeronautics 
Cleveland, Ohio, May 13, 1957 
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(c) Tip. 


Figure 5. - Channel velocities in turning section 
of low- velocity- turning stator. 
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Figure 4. - Diagrammatic sketch of turbine test section with low- velocity- turning stator. 
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figure 5. - Axial view of low- velocity- turning stator blade. 
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(b) Downstream view. 

Figure 6. - Low- velocity- turning stator. 
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Figure 7. - Axial variation of ratio of midchannel wall static pressure to inlet total 
pressure through low- velocity- turning stator. 
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Figure 9. - Radial distribution of momentum- loss parameter at stator- exit 
survey station. 
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Figure 10. - Radial distribution of equivalent moment of momentum at exit of 
low- velocity- turning stator. 
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(a) Based on total-pressure ratio. 
Figure 12. - Over-all turbine performance. 


£9tt 


MCA RM E57E09 


Equivalent specific work, Ah '/ e cr > Btu/lb 



NACA EM E57E09 


DO 

CD 


r 


i 

i 






NACA EM E57E09 


NACA EM E57E09 


27 



Figure 14. - Radial distribution of circumferentially averaged local efficiency 
from rotor exit surveys. 


Ratio of effective rotor-blade momentum thickness to mean 
camber length, 


28 


NACA EM E57E09 



Figure 15. - Variation in ratio of effective rotor-blade momentum thickness 
to mean camber length with design total-surface diffusion parameter. 
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